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VENEZUELA TEST #409 

Lucky Strike Lights Long Size and Lucky Strike Long Size cigarettes were 
received from Venezuela (Maracay) on October 27, 1992. The dates of production were 
not given. These are the first samples received; therefore, no previous data are reported. 


MANUFACTURER 


BROWN & WILLIAMSON 



Lucky Strike Lights 

Lucky Strike Long 


Long Size 2Q’s (Boa) 

Size 20's (Box)_ 


First Sample 

First Sample 

Smoke 

Butt Length, mm 

30.0 

27.0 

FTC Tar, mg/cigt. 

16.0 

16.9 

Nicotine, mg/cigt. 

0.99 

1.01 

Puffs/Cigt. 

7.9 

8.0 

Ciaarette 



Total RTD, mm of H 2 O 

114 

108 

Length, mm 

80.1 

80.0 

Circumference,mm 

25.0 

25.0 

Paper 

Permeability, ml/cm 2 x min. 

74 

76 

Filter 

RTD, mm of H 2 0 

76 

73 

Length, mm 

19.8 

19.6 

Carbon, mg/plug 

52 

50 

Tipping Paper Length,mm 

27.0 

24.0 

Tipping Paper Color 

White 

Cork 

Ventilation, % 

None 

None 

Filler 

Total Alkaloids, % (DWB) 

1.64 

1.52 

Total Red. Sugars, % (DWB) 

7.0 

6.5 

Wt. of Tob., g (12.5% OV) 

0.717 

0.724 

Rod Length, mm 

60.3 

60.5 

Rod Density, g/cc 

0.239 

0.242 

Oven Volatiles, % (Equil.) 

14.2 

13.6 
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